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WE RECOMMEND THE 

ARMSTRONG BRACE, 

ii Elastic Suspender without Either. 

The Elasticity is given by Nickel 
Plated Brass Springs, which will 
not rust, and which give an even 
Tension at all times. 


¥ OUR SBLF-ABJUSTING BUCKLES 

for Vests, Pants, &e., take the 
place of the old style Buckle, 
and are a great comfort to the 
wearer. 

MANUFACTURED BY 

The Armstrong Mfg. Co. Bridgeport, Conn. 
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NEW COMBINATION 

Pipe and Bench 


VISE. 


We also make Dies for Bolts and Brass Tubing 
on the.same principle as our Pipe Dies, and fitting 
in' the same stocks. 

SEND FOR CATALOGUE AND PRICE LIST. 


Operates very Quickly. 














